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In 1937, Mr. Hatfield received an LAB. d = ee i Chemistr 
from kymepyatle G ! ndiana fre 


dean which time add until 1943, ee sere re ac nt . Reid he 
Instructor in Radio at Evansville College. 


From 1944 until 1946 he was employed at Radio Station 
WGBF, Evansville, Indiana, as Transmitter Engineer. In. 
1946 he was employed by Engineering Services, Hains Me avansville 
Indiana, as radio technician in the construction and installation. 
of radio broadcast equipment. 


in Nertcisibiny, 1948, and kas heen ae the develay ome rent 
of servo mechanisms and associated equipment 


